Augustus Does His Bit was performed for the first time at the
Court Theatre in London by the Stage Society on the 21 st January
1917, with Lalla J^andervelde as The Lady^ F. B* J, Sharp as
Lord Augustus Highcastle^ and Charles Rock as Horatio Floyd
Beamish.
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